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of Copernicus. The 70 year old Galileo was put in prison by
the Church authorities for ventilating the above views in his
book. In 1637, he became blind; in 1642 he died.
In contrast to the humiliation he suffered in life, Galileo
became immortal by way of recognition of his achievements
posthumously (years after his death).